- Approved For Release 2005/12/14 : CIA-RDP87B01034R000500260139-0 


1 
< Py * 


Attachment #2 


‘SECOM Member Vote Sheet 


SUBJECT: Request for Waiver of DCID 1/7 Controls 


With regard to DIA's request for a waiver of DCID 1/7 controls to permit 
release of controlled material without case-by-case originator approval to the 
Applied Physics Laboratory of the Johns Hopkins University, I vote as follows: 


Concur 
Name of Agency or Department Ceswrege Ap yatta leet bene} 
* Date wae 1956S 


~ STAT 


(Comments, if any, should be noted below) 
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